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HOWARD PARALLEL BENCH VISES 



Nos. o 
Jaws, in., 3 
Weight, 

lbs.. 

Each, 




New Style. 


I 

3 K 


4 



4 


5 

6 


6 


/ 


3i>^ 41 

$5.50 6.50 S.co 


10.75 


93 113^ 184 

16.0023.75 34-50 


Nos. 

Jaws, inches. 
Weight, lbs.. 
Each, 


Jaws, inches. 
Weight, lbs., 
£ach, 



Nos. 


Jaws, inches. 
Fixed, each. 
Swivel, 

Nos. 

Jaws, inches, 
Fixed, each, 
Swivel, 


20 

2 

$4-00 

4.50 

40 

4 

$9.00 

10.75 


25 


5.00 

5-75 

45 

H-oo 


30 

3 

6.25 

7-00 

50 

5 

16.25 

19.25 


35 

3 K 

/.oo 

8.25 

55 

i'A 

20.00 

23-50 


COMBINED PIPE AND METAI, 

WORKERS' VISES 


Swivel 




u4n / inches, 

vv HI take from 3 /s to 2 inch diameter 

pipe weight 52 pounds, each, |i 

Jn <nch, opens 4^ inches, 

'V HI take from ^ to 3 inch diameter 

P pe, weight 80 pounds, each, i 

COACHMAKERS’ VISES 

2 Fixed, opens g inches. Jaws 
4 inches, weight, / pounds, 

X c • each, $ic 

wivel, opens 9 inches, Jaws 

, , . 4 inches, weight, 46 pounds, 

enng, state whether Fixed or Swivel Vis 

^ WIVEL \ ises are wanted. 




















































































































































































































































































































































































































































